Appendix V*

Confined lie was in Hertford Jail,

A jury did him try,
And worthy Mr. Justice Park

Condemned him for to die.

Now, Mr. Andrews he did strive,

And Mr. Chjtty too,
To save the wicked wretch alive,

But no! it would not do.

Upon the gallows tree he hung,

Suspended by the neck.
This fatal story we have sung,

Foul murder for to check.

[S;ee Sporting Review, ii. (1839), and Notes and Queries
llth sec., iv., 249, 394, 458; and the Standard, March, 1903
passim.']